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MEMORANDUM FOR: Director of Special Projects ot ay. Fe Pons 
SUBJECT: Photo Reconnaissance Systems Report No. 17. bs fee ate 
| a o me ES 
I. CORONA ee en 
A. Accomplishments en i ee ane a 
| BOD lg Poe St 
1. CR-9. V/H programmer originally in CR-9 wag returned to Ry 


AP. Physical examination revealed that the stepper switchwas 
slipping on its shaft. Special test made with the new programmer in). © = | 
CR-9 confirmed successful operation, no problems. Launch successfal 2 es 
on 4 December, So a sas Roe lag eeo yaaa oie ee eae 






2. cR-11. Completed vibration. Waiting for evaluation of Dr. A. .----°§ 
from HIVOS tests. ng eo ae 


3. CR-10. Block test results are ted. The SO-242: - 
exposure run has been forwarded to for review. 


é 


4. CR-13. Completed acceptance testing. _ A St i - 


B. Problems eg 
eee : cee ne ps eee 


V/H programmers. All programmers in this facility are being. a ‘ re 
disassembled to ensure correct screw adjustment and shaft smoothness. * 372. 


5 ak as tJ 
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Component level tests will be completed prior to installation in any syster cae oS 


C. Projected Status . ee ne ES co 
1. CR-9, Mission 1108 4-24 December. ae 


2. CR-10, Resolution block testing. 
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. : mn! \ 
Declassified and Released by the NRO weds 
In Accordance with E. O. 12958 


on__ NOV 26 1997 
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SUBJECT: Photo Reconnaissance Systems Report No. 17 


3. CR-11. Evaluation of HIVOS data. 


4. CR-12. Pre-HIVOS preparations, 


5. CR-13. Functional testing. 








**“NOTICE OF REMOVED PAGES*** 


Pages 3 through__¢ are not provided 
because their full text does not contain CORONA, 
ARGON, LANYARD programmatic information. 


